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9203090420 Forwards "Semiannual Radioactive Effluent Release Rept for Jul-Dec
1991" & Rev 24 to "ODCM."

ROSENBLUM,R.M.  Southern California Edison Co. 92/02/28. Document Control
Branch {Document Control Desk). 1p. 60863:330-60864:267.

-9203090322 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991."

* Southern California Edison Co. 91/12/31.114pp, 60863:331-60864:087.

9203240096 Forwards monthly operating rept for Feb 1992 for San Onofre Nuclear
Generating Stafon.Units 2 & 3 & Rev 25 to "ODCM."

RAINSBERRY.J.L  Southern California Edison Co.  92/03/13.  Document Control
Branch (Document Control Desk). 1p. 61184:203-61185:042.

-9203240098 Monthly operating repts for Feb 1992 for San Onofre Nuclear Generating
Station,Units 2 & 3.
FARR.M.M. Southern California Edison Co. 92/02/29.12pp. 61184:204-61184:215.

9203240256 Forwards revised "San Onofre Nuclear Generating Units 1,2 & 3 Personnel
Monitoring Rept, 1990." Rev corrects discrepancies between computer generated
summary & recorded data noted during generation of 1991 rept
KRIEGER.R.W. Southern California Edison Co. 92/03/16. Document Control Branch
(Document Control Desk). 4pp. 61100:001 -61100:004.

-9203240260 "San Onofre Nuclear Generating Station.Units 1,2 & 3 Revised Annual
Personnel Monitoring Rept-1990."

* Southern California Edison Co. 90/12/31. 3pp. 61100:002-61100:004.

S. Reportable occurrences, LERs & related correspondence

9203090357 NPDES noncompliance notification:on 911218,during discharge of full flow
condensate polishing demineralizer sump.total suspended solids exceeded instantane-
ous value of NPDES permitExtensive cleanup of sump conducted,
ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control
Branch (Document Control Desk). 4pp. 60868:207-60868:210.

9203240144 Informs that design basis calculations & licensing document changes will
be finalized by 920630 to ensure incorporation of matl in next scheduled rev to updat-
ed FSAR on 930215,per commitment included in LER 90-015,Rev 1.
KRIEGER.R.W. Southern California Edison Co. 92/03/06. MARTIN.J.B. Region 5
(Post 820201). 1 p. 61161:004-61161:004.

9203250204 LER 92-002-00:on 920219,determined that source range neutron flux moni-
tor was not providing audible indication.per TS 3.9.2.Caused by audible count rate
booster amplifer being in off position.Subj amplifer re-energized.W/920320 Itr.
KRIEGER.R.W. Souther** California Edison Co. 92/03/20. 7pp. 61120:323-61120:329.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco lndustries.lnitiaily reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

9203310222     LER     9 2-001-00: on     920225,containment     purge     isolation     sys
actuated.Caused by personnel error.Signs installed near monitors reminding personnel
of responsibility for control room notification.W/920326 Itr.
KRIEGER.R.W. Southern California Edison Co. 92/03/26. 6pp. 61225:170-61225:175.

V. Operator Examinations

9203230036 Forwards rectification exam repts 50-361/OL-92-01 & 50-362/OL-92-01
administered on 920127-3p.Twq SROs & six ROs met min requirements for license
renewal.Areas of concern listed including crew communication practices.
ZIMMERMAN.R. Region 5 (Post 820201). 92/02/26. RAY.H.B. Southern California
Edison Co. 4pp. 60984:058-60984:069.

-9203230042 Exam repts 50-361 /OL-92-01 & 50-362/QL-92-01 on 920127-30. Exam
results:two SROs & six ROs examined.All operators successfully passed exams.No
significant safety issues identified.
MILLER.LF. Region 5 (Post 820201). 92/02/24. 8pp. 60984:062-60984:069.

9203230071 Forwards special NRC operator licensing insp repts 50-361/92-04 & 50-
362/92-04 on 920122-23 & 0212.One violation identified & being considered for esca-
lated enforcement action.

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/02. RAY.H.B. Southern California
Edison Co. 4pp. 60984:125-60984:138.

-9203230076 Special NRC operator licensing insp repts 50-361/92-04 & 50-362/92-04
on 920122-23 & 02l2.One apparent violation identified & being considered for esca-
lated enforcement action.Major areas inspected:drug test of reactor operator.
MILLER.LF. Region 5 (Post 820201). 92/03/02. 10pp. 60984:129-60984:138.

DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2

9203160287 Forwards Rev 2 to Safeguards Security Contingency Plan.Rev withheld (ref
10CFR50.54(p)(2)).

WOODARD.J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 1p. 60969:247-60969:247.

9203160294 Forwards Rev 22 to Security Plan.Elements of Reg Guide 5.66 implement-
ed to satisfy requirements of 10CFR73.66.Rev withheld (ref 10CFR50.54(p)(2)).
WOODARD.J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 1p. 60969:254-60969:254.

9203160298 Forwards Rev 6 to Guard Training & Qualification Plan.Rev withheld (ref
10CFR50.54(p)(2)).

WOODARD.J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 1p. 60969:253-60969:253.

9203260186 Rev 84 to EPIP FNP-O-EIP-8, "Plant Notification Roster," reflecting first
quarter update of roster by alphabetical & dept code listing.W/920321 Itr.
HUDSPETH.J.B.  Southern  Nuclear Operating  Co.  92/03/21.  200pp.  61129:007-
61129:222.

9203310071 Forwards insp repts 50-348/92-06 & 50-364/92-06 on 920224-28.No viola-
tions noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. HAIRSTON.W.G. Southern Nuclear
Operating Co. 3pp. 61126:169-61126:173.

-9203310075 Partially withheld insp repts 50-348/92-06 & 50-364/92-06 on 920224-28
(ref10CFR73.21).No violations noted.Major areas tnspected:physical security program
including mgt support, security program plan & audit & testing & maint.
THOMPSON.D. Region 2 (Post 820201). 92/03/19. 2pp. 61126:172-61126:173.

G. Adjudicatory correspondence

9203050240 Informs of NRC understanding that util will be submitting exhibits list identi-
fying premarked util exhibits that duplicate NRC exhibits already admitted into evi-
dence. W/Certificate of Svc & NRC exhibit list.

HOLLER.E. Office of the General Counsel (Post 860701). #192 12644. 92/03/02.
BOLLWERK.G.P., MORRIS.P.A., CARPENTER.J.H. Atomic Safety & Licensing Board
Panel, 12pp. 60803:059-60803:070.

9203110027 Forwards util list of duplicated premarked exhibits. W/Certificate of Svc.
MILLER.J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch,
Bingham,    Baker,    Hawthorne,    Williams   &   Ward).    #192    12667.    92/03/02.
BOLLWERK.G.P., CARPENTER.J.H., MORRIS.P.A. Atomic Safety & Licensing Board
Panel. 12pp. 60849:274-60849:285.

9203110048 Forwards listed info.including util vertical timeline as requested by
Carpenter.revised version of util list of duplicated pre-marked exhibits filed 920302 &
description of four revs made to listW/Certificate of Svc.

MILLER.J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch,
Bingham, Baker, Hawthorne, Williams & Ward). #192 12678. 92/03/05.
BOLLWERK.G.P., MORRIS.P.A., CARPENTER.J.H. Atomic Safety & Licensing Board
Panel. 21pp. 60850:073-60850:097.

-9203110055 Rept of util on level of silicone oil in gems level transmitters & grease
used in fan motors on 851130.* Util has reasonable assurance that as of 851130,pre-
mium RB grease being used in motors at issue in enforcement action.
MILLER.J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch,
Bingham, Baker, Hawthorne, Williams & Ward). 92/03/05. 3pp. 60850:095-60850:097.

9203120305 Advises of mistakes involving list of exhibits transmitted to Ofc of Secretary
for util civil penalty hearing on 920211-14 & 18-21,per 920228 Itr to C Cater.Records
show tha util exhibit 10 marked for identification on 920211.

DONOVAN.S.K. Atomic Safety & Licensing Board Panel. #192 12684. 92/03/05.
JOHNSON.S. Ann Riley & Associates. 2pp. 60886:001-60886:002.

9203110020 Forwards listing of NRC proposed corrections to transcripts for 920211-14
& 18-21 hearing sesssions.per ASLB 920224 order (memorializing scheduling
directives).W/Certificate of Svc.

HOLLER.E. Office of the General Counsel (Post 860701). #192 12668. 92/03/06.
BOLLWERK.G.P., MORRIS.P.A., CARPENTER.J.H. Atomic Safety & Licensing Board
Panel. 7pp. 60849:264-60849:270.

H. General correspondence

9203190113 Comment in total agreement w/NUMARC comments on 10CFR51 re "En-
viron Review for Renewal of OLs."

WOODARDJ.D. Southern Nuclear Operating Co. 92/03/13. CHILK.SJ. Office of the
Secretary of the Commission. 1 p. 60959:330-60959:330.

F. Security, medical, emergency & fire protection plans

9203030430 Forwards Emergency Response Data Sys (ERDS) communications descrip-
tion & survey questionnaire & ERDS data point library per 911025 Itr & NUREG-
1394,Rev 1, "ERDS Implementation," respectively.

WOODARD.J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch
(Document Control Desk). 200pp. 60812:195-60812:342.

9203120259 Acks receipt of 920213 Rev 21 to physical security plan. Rev consistent w/
10CFR50.54(p) & acceptable for inclusion in plan.

COLLINS.D.M.   Office   of   Nuclear   Material   Safety   &   Safeguards.   92/03/04.
HAIRSTON.W.G. Southern Nuclear Operating Co. 3pp. 60925:311-60925:313.

9203110166 Rev 83 to FNP-O-EIP-8, "On-Call Schedule." W/920306 Itr.
HUDSPETH.J.B.   Southern   Nuclear  Operating  Co.   92/03/06.   11pp.  60897:095-
60897:105.

9203200143 Revised EPIPsJncluding Rev 84 to FNP-O-EIP-8, "Emergency Communica-
tions/' Rev 5 to FNP-O-EIP-9.3, ^Personal Computer- Automated Dose Assessment
Method" & Rev 21 to FNP-O-EIP-15, "Emergency Drills." W/920312 Itr.
HUDSPETH.J.B.  Southern  Nuclear Operating Co.  92/03/12.  181pp.  61095:001-
61095:182.

J. Insurance & indemnity information

9203300364 Submits verification of property insurance coverage as of 920401,per
10CFR50.54w(3).

WOODARDJ.D. Southern Nuclear Operating Co. 92/03/25. Document Control Branch
(Document Control Desk). 1p. 61199:001-61199:001.

P. Operating license stage documents & correspondence

9102280117 Application for amend to Licenses NPF-2 & NPF-8,revising Tech Specs re
alternate plugging criteria,Nonproprietary WCAP-12872,Rev 2 & proprietary WCAP-
12871,Rev 2, '\JM Farley ...Plugging Criteria..." encl.WCAP-12871,Rev 2 withheld.
HAIRSTON.W.G. Alabama Power Co. 91/02/26. Document Control Branch (Docu-
ment Control Desk). 3pp. 61072:001-61073:092.

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001 -60997:032.ating reports & related correspondence
